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HEALTH DEPARTMENT 


/ 


The 12th March , 1979 


No. 14 (48 )-78-5HB - II. — Whereas the Governor of Haryana is satisfied that the land specified 
below is needed by the Government at public expenses for a public purpose , namely for the construc 
tion of Rural Dispensary Naharpur , District Ambala , for which notification No. 5572-5HB - II -77/ 41382, 
dated the 19th January , 1978 under section 4 of the Land Acquisition Act, 1894 , has been issued and 
published in the Haryana Government Gazette, dated the 31st January, 1978, it is hereby declared 
that the land described in the specification below is needed for the above purpose . 

This declaration is made under the provisions of section 6 of the Land Acquisition Act, 1894 , 
for the information of all to whom it may concern , 

The plan of the land may be inspected in the office of Sub -Divisional Officer (Civil), Jagadhri, 
District Ambala . 


SPECIFICATION 


District 


Tehsil 


Locality 


Area 


Remarks 


Description 
of Area 


Ambala 


Jagadhari 


Naharpur 


Kanal Marlas 


Khasra No. 


12 


10 


Kanal Marla 


39 


16/2 


i 


05 


16/3 


2 


11 


16/4 


1 


03 


25/2 


4 


16 


56 


2 


15 


5/2 


Total 


12 


10 


K. K. SHARMA , 

Commissioner & Secy . 
IEVIICEMENT AND PANCHAYAT DEPARTMENT 


RO 


The 16th March , 1979 
No. 1093-5ECDI- 79 / 1609 .--- The Governor of Haryana is pleased to order that Shri Siri 
Krishan , Social Education and Panchayat Officer , while holding the charge of Raipur Rani Block 
shall exercise the powers of Drawing and Disbursing and Controlling Officer in respect of this 

Block 
till a regular incumbent is appointed or any other alternative arrangement is 

made . However, 
Shri Siri Krishan will not be entitled to any extra remuneration for this job nor this appointment 
shall confer upon him any right of seniority or previlege for appointment to the post of the Biock 
Development and Panchayat Officer, 

No. 1005-5ECD - 1-79 /1612. — The Governor of Haryana is pleased to order that Shri Banwari 
Lal, Social Education and Panchayat Officer , while holding the charge of the Sohna Block shall exercise 
the powers of Drawing and Disbursing and Controlling Officer in respect of this block till a regular 
incumbeat is appointed . However , he will not be entitled to any extra remuneration for this job 
this appointment shall confer upon him any right of soniority or previlege for appointment to the 
post of the Block Development and Panchayat Officer . 

No. 1092 -SECDI- 79 / 1615. - The Governor of Haryana is pleased to order that Shri Dharam 
Singh , Social Education and Panchayat Officer , while holding the charge of the Pinjore Block shall 
exercise the powers of Drawing and Disbursing and Controlling Officer in respect of this block till a 


nor 
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him any 


regular incumbent is appointed or some other alternative arrangement is made. However , Shri Dharam 
Singh will not be entitled to any extra remuneration for this job nor this appointment shall confer 
upon him any right of seniority or previlege for appointment to the post of the Block Development 
and Panchayat Officer . 

The 17th March , 1979 
No. 1122-5ECDI- 79 / 1643. - The Governor of Haryana is pleased to order that Shri Surat 
Singh Verma, Social Education and Panchayat Officer , while holding 

the charge of the 
Ballabgarh Block shall exercise the powers of Drawing and Disbursing and Controlling Officer 
in respect of this Block till the regular incumbent Shri Sat Pal Marwah , Block Development 
and Panchayat Officer who proceeded on leave with effect from 22nd January, 1979 , joins bis duties 
or any other alternative arrangement is made . However, Shri Surat Singh Verma will not 

be 
entitled to any extra remuneration for this job nor this appointment shall confer upon 
right of seniority or previlege for appointment to the post of the Block Development and Panchayat 
Officer . 

B. L. MITTAL , Jt. Secy . 
CO - OPERATIVE DEPARTMENT 

The 17th March , 1979 
No. 2178- C - 1-79 / 14232. - Shri Jai Pal Yadev, Assistant Registrar, Co-operative Societies , 
-who appeared in the departmental examination in accounts held in the month of February , 

1979 , 
has qualified in the said examination . 

KULWANT SINGH, 

Commissioner & Secy . 
PUBLIC WORKS DEPARTMENT 


BUILDINGS AND ROADS BRANCH 


The 5th March , 1979 


No. 18 /141-PW -U1(5)-79 . - The Governor of Haryana is pleased to declare the following 
Assistant Engineers/ Sub -Divisional Engineers (Civil), successful in the Departmental. Professional examina 
tion held from 21st November , 1978 to 23rd November , 1978 : 


1 . 


Shri B. S. Kumar 


SDE 


Exemption already granted in the papers, Materiai 

and Construction /Roads and Bridges / Accounts and 
Office Procedure / Simple Electrical and Mechanical 
Engineering /Genral Oral,-vide Government Notifi 
cation No. 6547- PW JIT (5) -78 , dated 21st July , 
1978 . 


2 . 


Shri Prem Paul 


SDE 


Exemption already granted in the papers, Roads 

and Bridges /Simple Electical and Mechanical Engi 
neering/General Orial Accounts and Office Procedure 
Water Supply and Drainage , No. 18-7-78 -PWIJİ 
( 5 ), - vide Government Notification No. 9888 - PWIII 
( 5) -77/27387 , dated Nil and Notification No. 18-7-78 
PW3(5 ), dated 30th January, 1978 . 


3 . 


Shri Pawan Kumar Gupta 


SDE 


Exenption already granted in the papers Accounts 

and Office procedure /General Oral/Materials and 
Construction /Simple Electrical and Mechanical Ea 
gineering , --vide Government Notification No. 3266 
PWIII(5) -76/13447, dated 11th April, 1976 and 
Notification No. 18-7-78 - PWIII( 5), dated 30th 
Juauary , 1978 , 


Shri V. P. Arora 


SDE 


Exemption already granted in the papers Accounts 

and Office procedure /General Oral/ Roads and Brid 
ges/ Water Supply and Drainage /Sijople Electrical 
and Mechanical Engineering, -vide Government 
Notification No. 9888 - PWIII (5 )-77/27387, dated Nill 
No. 3821 - PWIII ( 5)-77/14091, dated 10th May, 
1977 and Notification No. 18-7-78PWIII (5 ) , dated 
30th January , 1978 . 
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The Governor of Haryana is pleased to grant exemption to the following Assistant Engineers / 
Sub - Divisional Engineers (Civil) in papers noted against their names as they have obtained more than 60 
per cent marks in these papers in the Departmental Professional Examination held from 21st November, 
1978 to 23rd November, 1978 : 
1 . Shri G. C. Jindal 

A.E.D. 

Water Supply and Drainage /Simple Electrical and 

Mechanical Engincer |Viva Voce . 
2 . Shri K. L. Chadha 

SDE 

Simple Electrical and Mechanical Engineer, 
3 . Shri Satya Parkasb 

SDE 

Roads and Bridges . 
Gupta 
4 . Shri S. L. Vij 

SDE 

Material and Construction /Roads and Bridges! 
Simple Electrical and Mechanical Engineer /Vipa 
Voce . 


The 9th March , 1979 


No. 1/1 / 26 -PWIII(6-78 . - On his promotion as Executive Engineer ( Electrical), Shri R , P. Garg . 
took over the charge of Electrical Division P.W.D., B. & R. Bhiwani on 27th November , 1978 . 


The 12th March , 1979 
No. 1/ 2-10 -PW3(5) -79 . - On successful completion of their training , the following temporary 
Assistant Engineers are appointed as Sub -Divisional Engineers in the time scale of Rs 400-30 % . 
700 /40-1,100 with effect from the dates mentioned against each 
1. Shri Raj Kumar , 

241h November, 1978 
Panipat Prov . Sub - Division No. 11 
2. Shri Ashok Kumar , 

8th December, 1978 
Assistant Engineer (Design ) in Head Office 
3. Shri Dalbir Singh , 

23rd November, 1978 
Sonepat Maintance Sub -Division 

V. K , SIBAL , 

Commissioner and Secy .. 
LABOUR DEPARTMENT 

The 3rd March , 1979 
No. 11( 112)-3Lab - 79 /2490. - In pursuance of the provision of section 17 of the Industrial 
Disputes Act, 1947. (Act No. XIV of 1947 ), the Governor of Haryana is pleased to publish the : 
followiag award of the Presiding Officer , Labour Court, Rohtak in respect of the dispute between 
the workman and the management of M /s Swastik Trading Company, Khairedi, Charkhi Dadri 


BEFORE SHRI NATHU RAM SHARMA, PRESIDING OFFICER , LABOUR COURT, 

HARYANA, ROHTAK 
Reference No. 121 of 1978 


between 


SHRI MAMAN CHAND WORKMAN AND THE MANAGEMENT OF M / S . SWASTIK 

TRADING COMPANY, KHAIREDI, CHARKHI DADRI 
Present : 

Nemo for the workman . 


Shri O. P. Kedia for the management. 

AWARD 


By order No. ID /RTK /22- A - 78 /30992 , dated 5th July , 1978 , the Governor of Haryana referred 
the following dispute between the management of Ms. Swastik Tarling Ch., Khuiredi, Charkhi- Dadri 
and its workman Shri Maman , Chand to this Court, for adjudication , in exercise 
powers conferred by clause (d ) of sub -section (1) of the Industrial Disputes Act, 1947 : 

Whether the termination of services of Shri Maman Chand was justified and in order ? If not, to 

what rellef is he entitled ? 
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On receipt of the order of reference , notices were issued to the parties. The parties appeared 
and filed their pleadings. On the pleadings of parties , the following issues are framed on 17th 
October , 1978 : 

(i) Whether the workman was in the employment of the management ? 
( ii ) If issue No. 1 is proved , whether the termination of services of the workman was 

justified and in order ? 


( iii ) Relief ? 


And the case was fixed for evidence of the workman . But the workman did not appear 
thereafter , nor his representative appeared . None appearance of the workman and none prosecutions 
of this dispute resulted in dismissal- in - default . The workman did not take any interest . Î, therefore , 
give my award that no dispute exists between the parties at present 

NATHU RAM SHARMA , 


Dated , the 26th February , 1979 . 


Presiding Officer , 
Labour Court, Haryana, 

Rohtak . 


No. 437 , dated the 27th February , 1979 . 


Forwarded ( four copies ) to the Secretary to Goveroment, Haryana , Labour and Employment 
Departments , Chandigarh, as required under section 15 of the Industrial Disputes Act, 1947. 

NATHU RAM SHARMA , 


Presiding Offioer , 
Labour , Court, Haryana , 

Rohtak . 


.: 


No. 11 ( 112) 3Lab - 79 /2496 .-- In pursuance of the provisions of section 17 of the Industrial 
Dispata Act, 1947 (Act No. XIV of 1947), the Governor of Haryana is pleased to publish the 
following award of the Presiding Officer, Labour Court Rohtak in respect of the dispute between 
the workman and the management of M /s Batla Metal Industries Jagadhri. 


BEFORE SHRI NATHU RAM SHARMA , PRESIDING OFFICER , LABOUR 

COURT HARYANA , ROHTAK 


Reference No. 92 of 1978 


between 


SHRI BHIM RAJWORKMAN AND THE MANAGEMÆNT OF M /S . BATLA METAL 

INDUSTRIES JAGADHRI. 


Present.. 


Nemo, for the workman , 


Shri Wazir Chand , for the management. 


AWARD 


By order No. ID / Amb . /48-78/25860 , dated 14th June , 1978 , the Governor of Haryana referred 
the following disputes between the management of M /s. Batla Metal Industries , Jagadhri, and its workman 
Shri Bhim Raj to this Court, for adjudication , in exercise of the powers conferred by clause (d ) of 
sub-section (1) of section 10 of the Industrial Disputes Act, 1947 : 

Whether the termination of services of Shri Bhim Ram was justified and in order ? 

If not, to what relief is he entitled ? 
On receipt of the order of reference , notices were issued to the parties . Parties appeared 
and filed their pleadings , On the pleadings of the parties, the case was fixed for evidence of the 
management but on the date fixed , neither the workman nor his representative appeared , thus the case 
become liable to dismissal. The workman did not take interest in pursuing his dispute . 
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I, therefore, give my award that no disputes exists between the parties. 


NATHU RAM SHARMA , 


Dated the 21st February , 1979 . 


Presiding Officer , 
Labour Court, Haryana , 

Rohtak , 


No. 444 , dated the 27th February , 1979 . 


Forwarded ( four copies ) to the Secretary to Government, Haryana , Labour and Employment 
Departments , Chandigarh , as required under section 15 of the Industrial Disputes Act , 1947 . 


NATHU RAM SHARMA , 


Presiding Officer, 
Labour Court, Haryana , 

Rohtak . 
No. 11 (112 )3 Lab - 79 /2499: -- In pursuance of the provision of section 17 of the Industrial Disputes 
Act, 1947 (Act No. XIV of 1947), the Governor of Haryana is pleased to publish the following award of the 
Presiding Officer, Labour Court , Rohtak , in respect of the dispute between the workman and the 
management of M /s.Haryana Iron and Steel Rolling Mills Hissar . 
BEFORE SHRI NATHU RAM SHARMA, PRESIDING OFFICER , LABOUR 

COURT, HARYANA , ROHTAK . 
Reference No. 54 of 1978 

between 
SHRI LILA KRISHAN , WORKMAN AND THE MANAGEMENT OF M /S . HARYANA IRON 

AND STEEL ROLLING MILLS, HISSAR 
Present. 

Shri Lila Krishan workman in person with Shri Tak Chand . 


Nemo, for the management. 

AWARD 
By order No. ID /HSR - 14-78/ 16252 , dated 27th April, 1978 , the Governor of Haryana , referred 
the following the dispute between the management of M /s. Haryana Iron and Steel Rolling Mills, Hissar , 
and its workman Shri Lila Krishan , to this Court , for adjudication , in exercise of the powers conferred 
by clause (d ) of sub-section (1) of section 10 of the Industrial Disputes Act, 1947 : 

" Whether the termination of services of Shri Lila Krishan was justified and in order ? If 

not, to what relief is the entitled gas 


On receipt of the order of reference , notices were issued to the parties. The workman appeared 
but management did not appear despite service by affixation of notice through process Service . 
Ageney service was sufficient. The management was proceeded against Ex- parte . The case was fixed 
for the evidence of the workman . The workman examined himself as his own witness and stated he was 
turned out of service by the management without any reason , notice or Charge -sheet. 

I believe in Ex.parte statement of the workman . I give my award that the termination of 
service of the workman was neither justified nor in order . The workman is entitled to re - instatement 
with continuity of service and with full back wages , 

NATHU RAM SHARMA , 
Dated the 21st February , 1979. 

Presiding Officer , 
Labour Court, Rohtak , 


No. 445 , dated the 27th February, 1979.. 
Forwarded (four copies) to the Secretary to Government, Haryana , Labour and Employment 
Departments, Chandigarh , as required under section 15 of the Industrial Disputes Act , 1947 . 

NATHU RAM SHARMA, 

Presiding Officer, 
Labour Court, Haryana , 

Rohtak . 


M. KUTTAPPAN , Secy . 


